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Laocoon Museum of Vatican, Romeand if our sun occupied the place of Vega, it would appear to us as a faint point of light just visible to the naked eye. Vega is said to surpass -our sun in brilliance a hundredfold, and is approaching our system at the rate of 9.5 miles a second.
